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Gerd  Ennser  Felix  Holter 

Vitantonio  Liuzzi  Walter  Jobst 


25 

04  July  2020 
13:20 
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# 

ROLEX 


Doc  25  Time  13:20 


NO 

DRIVER 

NAT  ENTRANT 

TIME 

LAPS 

GAP 

INT 

KM/H 

TIME  OF  DAY 

1 

44 

Lewis  HAMILTON 

mil  Mercedes-AMG  Petronas  FI  Team 

1:04.130 

21 

242.395 

12:43:38 

2 

77 

Valtteri  BOTTAS 

Mercedes-AMG  Petronas  FI  Team 

1:04.277 

22 

0.147 

0.147 

241.840 

12:43:29 

3 

33 

Max  VERSTAPPEN 

Aston  Martin  Red  Bull  Racing 

1:04.413 

20 

0.283 

0.136 

241.330 

12:49:32 

4 

11 

Sergio  PEREZ 

l*B  BWT  Racing  Point  FI  Team 

1:04.605 

19 

0.475 

0.192 

240.612 

12:56:11 

5 

16 

Charles  LECLERC 

Scuderia  Ferrari 

1:04.703 

19 

0.573 

0.098 

240.248 

12:39:11 

6 

23 

Alexander  ALBON 

Aston  Martin  Red  Bull  Racing 

1:04.725 

22 

0.595 

0.022 

240.166 

12:52:07 

7 

5 

Sebastian  VETTEL 

Scuderia  Ferrari 

1:04.851 

20 

0.721 

0.126 

239.700 

12:38:40 

8 

18 

Lance  STROLL 

1*1  BWT  Racing  Point  FI  Team 

1:04.918 

18 

0.788 

0.067 

239.452 

12:51:32 

9 

10 

Pierre  GASLY 

B  1  Scuderia  AlphaTauri  Honda 

1:04.949 

19 

0.819 

0.031 

239.338 

12:54:15 

10 

4 

Lando  NORRIS 

WM  McLaren  FI  Team 

1:04.950 

22 

0.820 

0.001 

239.334 

12:53:34 

11 

31 

Esteban  OCON 

B  B  Renault  DP  World  FI  Team 

1:05.037 

11 

0.907 

0.087 

239.014 

12:42:44 

12 

3 

Daniel  RICCIARDO 

1 M  Renault  DP  World  FI  Team 

1:05.088 

13 

0.958 

0.051 

238.827 

12:46:50 

13 

55 

Carlos  SAINZ 

McLaren  FI  Team 

1:05.177 

24 

1.047 

0.089 

238.501 

12:51:23 

14 

26 

Daniil  KVYAT 

Scuderia  AlphaTauri  Honda 

1:05.290 

24 

1.160 

0.113 

238.088 

12:54:20 

15 

8 

Romain  GROSJEAN 

B  1  Haas  FI  Team 

1:05.363 

18 

1.233 

0.073 

237.822 

12:55:50 

16 

63 

George  RUSSELL 

Williams  Racing 

1:05.565 

21 

1.435 

0.202 

237.089 

12:53:50 

17 

20 

Kevin  MAGNUSSEN 

E5  Haas  FI  Team 

1:05.648 

18 

1.518 

0.083 

236.790 

12:55:47 

18 

99 

Antonio  GIOVINAZZI 

B  B  Alfa  Romeo  Racing  ORLEN 

1:05.654 

16 

1.524 

0.006 

236.768 

12:53:47 

19 

7 

Kimi  RAIKKONEN 

Alfa  Romeo  Racing  ORLEN 

1:05.773 

19 

1.643 

0.119 

236.340 

12:53:06 

20 

6 

Nicholas  LATIFI 

1*1  Williams  Racing 

1:07.049 

6 

2.919 

1.276 

231.842 

12:21:59 

Timekeeper: 
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